The Swedish Freighter, MONICA SMITH 
beached at Provincetown, Massachusetts dur- 
ing a storm February 20, 1960. Refloated by 
tugs and her own anchors with high tides 
February 25, 1960. No damage was done to 
the Freighter which was enroute from New 
Bedford to Nova Scotia. 
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